Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 

PAGE 01 TOKYO 07653 280635Z 
ACTION HEW-06 

INFO OCT-OI EA-12 ISO-00 OES-07 EB-08 /034W 

082681 290355Z/73 

R2806I4Z APR78 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 7499 

UNCLAS TOKYO 07653 


Message Text 


E.O. 11652: NA 

TAGS: OGEN, ETRD, EIND, TBIO, JA 

SUBJECT: EDA ADVISORY - DEFECTIVE MEDICAL DEVICE 
(RECALL T 69-8) 

REE: STATE 101612 


1 . EMBASSY HAS BEEN UNABLE TO LOCATE THE JAPANESE 
CONSIGNEE MENTIONED IN REETEL. DR. KYOSAKU YAMADA IS NOT 
LISTED IN OSAKA TELEPHONE DIRECTORY NOR IS HE A MEMBER 
OF JAPAN DOCTORS' ASSOCIATION. ADDRESS GIVEN IN REFTEL 
DOES NOT EXIST. ANY ADDITIONAL INFORMATION AVAILABLE 
ON THE CONSIGNEE, SUCH AS TELEPHONE NUMBER OR NAME AND 
ADDRESS OF HOSPITAL, WOULD BE APPRECIATED SO THAT EMBASSY 
CAN TAKE NECESSARY ACTION. SHERMAN 
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